This repoit is required by law (7 USC 2'^‘43). Failure 'o report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 21.* 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 54 .R.OOOI 

CUSTOMER NUMBER: 276 

FORM APPROVED a 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

West Virginia University 

Room 1 54-G Heaith Science Ctr 

Po Box 9029 

Morgantown, WV 26506 



Teiephone: (304) -293-2721 



3. REPORTING FACILITY ( LisI all locations where animals were housed or used in actual festarch, testing, or experimS!o!rorhe!df^e 3 e purposes. Attach addilionSTheSsTnecMMryT 


FACILIPi' LOCATIONS ( Sites ) - See Atached Listing 


[ 


REPORT^OF^ANIMAI^USED by or under control of research facility ( Attach additional shaats If nacassarv or uta APHIS Form 7023A ) 


A. 

Animal* Covarad 

By Th* Animal 
Walfar* Ragulatlon* 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain<relleving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invdwng 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing daigs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of approphate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used rrxjst be attached to this report 

■ 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

20 

0 

20 

6. Guinea Rigs 

0 

14 

0 

0 

14 

7. Hamsters 

0 

13 

8 

0 

21 

8. Rabbits 

0 

76 

114 

111 

301 

9. Non-human Primates 

0 

0 

9 

0 

9 

10. Sheep 

0 


81 

0 

81 

11. Pigs 

0 

UDIU 

0 

0 

0 

1 2. Other Farm Animals 












13. Other Animals 






Gerbil 

0 

19 

0 

0 

19 

Ferret 

0 

4 

0 

0 

4 

Quail 

0 

0 

32 

0 

32 

1 ASSURANCE STATEMENTS 




2) Each principal investigator has considered alternatives to painful procedures. 

bner e«p,ana„on o, me exc^;™" o! a:™,: XT '* e-P-°n». .his sumx^ry in': 

4) The allend, ng velennanan for Ihis research facility has appropriate authority lo ensure the prcv,sion of adequate veterinary care and lo oversee .he adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



{b)(6), (b)(7)(c) 


I NAME i TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAI ( Type or Prmt ) 
(b)(6), (b)(7)(c) 


APHIS FORM 70 
(AUG 91 ) 


h IS obsolete.) 













Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number; 54-R-OOl 

2. Number 106 of animals used in this study. 

3. Species (common name) Rahhi r of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Please see attached sheet. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing see 
Item 6 below) 


Drugs will taint results because it is the inflammation effects 
that are being studied. Extreme weight changes and excessive 
dehydration may warrant premature euthanasia. Animals will need 
to be watered more than ususal. We will follow OLAR SOP's for 
rabbits in pain. 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 


Agency 


CFR 



Explain the procedure producing pain and/or distress. 


(225 animab) Normal animals (2.S-2.7kg) 

I 

sham inoculated 

(within 5-7 days of receiving animals) 

i 

inject with drug (if applicable, 
approx 50% of normals aninuds) 
or sham injected widi vehicle 
within 3 days of sham inoculation; 
once per day for two days 
prior to euthanasia 
i 

sacrificed 


cells isolated 
i 

transport studies performed 


(225 animab) Inflammed Animab (1.9-2.3kg) 

1 

inoculate with E. magna 

(within 5-7 days of receiving animals) 


incubate 14 days 

If applicable, once per day on days 12 and 13 
or sham injected with vehicle 


treated with drugs (if applicable, approx 50% of 
inflamed animals) 

i 

sacrificed 

i 

cells isolated 

i 

transport studies performed 


**To evaluate die full extent of the effects of the drug normal animals will be sham injected, normal animals 
will be injected with drug, inflamed animals will be sham injected and inflamed animals will be injected with 
dru 


What (estimated) p er c oitane of mhnab will be unosafaJe due to u nint e n de d moitaliw or 


1 % 







Nonsurgkal Experimental (or Teaching) Procedures or Condhions 

A. Detaihof g xperi m enieiYerteneliiipertpspeaihMwe, incluHirifl ftequencv of ta e atincnt s ocr animaL 


Imgofketamiiie is administered. WaitSmin. 

Place sterile, lubricated intragastric tube into stomach. i r i 

Place ~ 20,000 Coccidia (E. Magna) into stomach through tube and wash with several mis o sten e 
water. 






